PARTS 

A side frame pieces - (2) 5/4 X 6 X 28" 

B bottom frame piece - (1) 5/4 X 4 3/4" X 19" 

C top frame piece - (1) 5/4 X 6 X 23" 

D front strip - (1) 1" X 23" (cut from 5/4 x 6 cedar) 

E back pieces - (4) (cut to fit from 1 x 6 T & G cedar) 

F feet - (2) (see drawing) (cut from 5/4 X 6 cedar) 

G door pieces - (2) 1 X 4 3/ 4 " X 23 Vs" 

H door pieces - (2) 1 X 41/2" X 23 Vs" 

I door cleats - (4) 1 X 2" X 8" 

J door strip - (1) 1/4" X 1" X 23 Vs" 



cut a V2" rabbet 
along the back edges 
of the A, B and C 
pieces 
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